England. Her father was a clergyman in Kent. She
had ail she wanted except nourishment for the baby,
and hearing that ]\Irs Inglis was still keeping her
goats she had come to beg for a little milk. She told
her story in such an unaffected manner that it went
to :Mrs Inglis' heart to refuse her, but she had only
just enough milk for her own children, and she
believed that her baby would die without it. The
woman seemed to understand that she would have
given it if she could.
On the 14th August an Indian sweeper came in
vdth the report that Havelock was at Unao awaiting
reinforcements, but that a column nine hundred
strong had advanced and engaged the enemy again.
The garrison did not know what to believe, but it
seemed clear that there was to be no relief for some
time to come. That night six Indian water-carriers
attached to the 52nd deserted, as well as several
servants.
Nest morning the enemy fired salvos from their
18-pounders into the Cawnpore battery, bringing
down the outer wall of the adjoining house which
was used as a guardroom, and driving all the
garrison, except the sentry, out of the battery. Once
again the sentry was killed by a roundshot later in
the day. Second Lieutenant Bonham received a
severe contusion in the side from falling bricks,
and Second Lieutenant J. Alexander, also of the
Bengal Artillery, was wounded in the arm. while
laying a gun at the Hospital post, leaving only two
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